The typical Colonial cottage pictured above left is the Old Bracken Mouse in
Williamsburg, Virginia. Modern copies of this should retain the pleasing scale of
the doors and windows but reduce the size of the chimney and lower the foundation,
Courtesy Williamsburg Restoration.

The kitchen building pictured above right at Mount Vernon has excellent propor-
tions and would be a desirable model to copy for a cottage. Double windows would
be more functional. Courtesy Mount Vernon Ladies Association.

The typical old French house pictured below left called Madam John's Legacy is
said to be the oldest house in New Orleans. Note the high basement, the roof "ex-
tending over the porch, the columns, the long French windows, and the symmetrical
fagade. Courtesy Richard Koch.

Greek Revival architecture at its height is illustrated below right by Greenwood,
a beautiful old plantation home located near St. Frantisville, Louisiana, The style
was desirable in a hot climate, for the great porches, central halls, and enormous
rooms helped to reduce the heat. Courtesy Anne Ptett!ngert photographer*

